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1911.
	Temperature of water.
	Dissolved
	oxygen.
	Putrescibility.

Date.
	Centigrade.
	Parts per million.
	Per cent, saturatin.
	Relative stability


	
	
	
	number.


	23.0
	0.0
	0
	10

July     13
	23.8
	0.0
	0
	5


	23.7
	0.0
	0
	5

19
	22.8
	0.0
	0
	5


	
	0.0
	0
	

19
	22.2
	0.0
	0
	4


	
	0.0
	
	

20
	21.1
	0.0
	0
	6


	
	0.0
	o
	

28
	18.9
	0.0
	0
	5

Aug.      3
	17.4
	0.2
	2
	9


	17.3
	0.2
	2
	8

10
	20.9
	0.3
	3
	24


	20.8
	0.3
	3
	20

17
	23.0
	0.0
	0
	6


	23.2
	0.0
	0
	4

24
	20.1
	0.0
	0
	6


	20.0
	0.0
	0
	6

30
	20.0
	0.0
	0
	9


	19.9
	0.0
	0
	9

Sept.    14
	20.0
	0.0
	0
	9


	19.7
	0.0
	0
	9

21
	20.1
	0.0
	0
	8


	20.1
	0.0
	0
	8

28
	19.0
	0.1
	1
	9


	18.9
	0.1
	1
	8

218.
Ibid., p. 17.
The present scheme of dilution has not proved a failure; on the contrary,
it has been a great success. But it is essential that the future be watched and
conditions as they exist closely studied. Careful study shows that immediate
action is necessary to prevent the diluting water from being overloaded with
manufacturing wastes, as the water available for dilution is not sufficient to
properly dilute the sewage wastes coming from the large manufacturing con-
cerns. Large quantities of sediment are yearly deposited in the beds of the